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SSO INSCOM FOR MG ROT, YA . CDR^. 

1¥Fu bt>u muaDE FOR LTC M. B. WATT ADCSOPNS/SQ^INT ONLY. 

FROM M3 E. R. THOMPSON, ACSI, PA WASH DC. 

SUBJECT: GRILL FLAME (U) 

A. COORDINATION BETWEEN MAJ HAY, DAMI-ISH AND LTC WATT ADOSOPNS/ 

HUM I NT. 

1. (S/NOFORN) EFFECTIVE 14 JAN 31, BY APPROVAL OF UNDER SECRETARY 
OF ARM Y, .INSCOM IS NOW THE ONLY ACTIVE OPERATIO NAL DRILL FLAME (OF') 
ELEMENT IN ARMY . IN ORDER TO ENSURE A CONTINUED EFFECTlVF SF""PROSRAM 
THAT ALLOWS MAXIMUM RES PONS I BI L I TY /AUTHORI TY TO INSCOM. PRO SRAM MA.N- 
AGEMENT F OR GF IS TRANSFERRED FROM OACSI DA TO CDR INSCOM FFf'EcTl’ff 
THIS DATE. OACSI, DAMI-ISH WILL CONTINUE TO CLOSELY MONITOR SF, 

AND REMAIN THE ARMY FOCAL POINT FOR POLICY MATTERS, AND # HEN RE- 
QUIRED INTERFACE AT THE NATIONAL LEVEL. THE ACSI WILL CONTINUE TO 
INFORMED OF SIGNIFICANT GF ACTI ON S /PE VELO PMEN T 3 AS REQUIRED. 

2. ('’) DTPnMMTTMri IMS COM SF ELEMENT CONTINUE TO ENSURE ALL LEGAL/ 
MEDICAL HUMAN USE ISSUES ARE MET PRIOR TO CONDUCT OF ANY NFW GF INI- 
TIATIVES. FURTHER REQUEST CONTINUED CLOSE COORDINATION BETaFFN 
DAMI-ISH AND SF PROJECT OFFICER. REVW ON 31 MAY 99. 

SSO NOTE: DFLIVFR DURING NORMAL DUTY FOURS. 
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